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INFO OCT-01 EA-06 ISO-00 FBO-02 A-01 SSO-00 /015 W 

094600 

O R 190645Z JUN 75 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC IMMEDIATE 5511 
INFO USLO PEKING 


LIMITED OFFICIAL USE HONG KONG 6860 

FOR A/SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: AIR CONDITIONER PARTS 

REP: STATE 142445 

1. RTC NOW HAS MOTOR AND BLOWERS; BOTH SQUIRREL CAGE BLOWERS 
APPEAR TO HAVE DAMAGE OR ARE ASYMMETRIC. 

2. REQUEST YOU PURCHASE PANS FOR BOTH CONDENSER AND EVAPORATOR 
SIDE TO SEND TO RTC. 

3. REQUEST YOU ALSO PURCHASE STARTER CAPACITOR: MALLORY, 12.5 MFD, 
370 VAC FOR OUR USE IN TESTING MOTOR PROM PEKING. IF MOTOR 

FROM PEKING RUNS HOT UNDER OUR TESTS WE PLAN TO HAVE FIELD WOUND 
WITH LARGER WIRE SIZE. 
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LIMITED OFFICIAL USE 
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Copy: SINGLE 
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Disposition Approved on Date: 
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Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
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Disposition Remarks: 

Document Number: 1975FIONGK06860 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75021 3-0450 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750635/aaaabfxu.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
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Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
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Previous Handling Restrictions: n/a 

Reference: 75 STATE 142445 
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